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BOSTITCH CAP1512-OF 1.2 Gallon Oil-Free High-Output 
Trim Compressor Review 

If you are looking for a lightweight and portable air compressor with a high power output 



the BOSTITCH CAP1512-OF trim compressor may just be what you need. This is a 
great item that is highly rated by the users and it performs with great efficiency. 

Whether it for commercial use by a professional or it is just an addition to the home DIY 
materials, this compressor is bound to give quality results. 

It is ideal for powering air tools, cleaning and inflating tires. It can generally be used for 
most tasks that require compressed air. 

This trim compressor is a design from The Bostitch Company, a reliable partner in 
appliances such as this. The BOSTITCH CAP1512-OF compressor has 1.2 gallon air tank 
that also has a maximum pressure of 150 PSI. 
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BOSTITCH CAP1512-OF 1.2 
Gallon Oil-Free High-Output Trim 



It is capable of steady and smooth operation even for tasks that may extend over long 

periods of time. In addition, the compressor operates at 2.8 CFM at an average working pressure of 90 PSI. With an oil-free 
pump, it is much more durable compared to the oil-lube. Details... 
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Power Output 

The BOSTITCH CAP1512-OF trim compressor offers great functionality and is considered a high-output appliance. The 1.2 gallor 
tank is a great capacity for holding a high volume of air for efficient pneumatic operations. 



The pressure generated is quite high with up to 150 Psi at maximum. At a standard operating pressure of 90 PSI, the air deliver 
is at 2.8 CFM which is a very efficient level to work at. 



This enables many tools to be used especially during finishing tasks. The motor in this compressor has a highly capable motor 
which has a peak of 2.0 HP and during average running, it works at 1.5 HP. 

Its power requirements are very average and amperage of 12 Amps is produced to keep the compressor running without 
triggering circuit breakers. 

Portability 

Even with the powerful output, this Bostitch Trim Compressor is very easy to handle. It weighs only 23.5 pounds which is a light 
weight for an average person to handle. 

This is a great property for commercial users who may be required to cover some distance from one location to another. In 
addition, the model design is cylindrical and the weight distribution is even. 

It is great for maneuvering within the job site and switching from one task to another quickly. This is also considered a compact 
product which means even out of the working environment, finding appropriate storage space is not a hassle. Details... 

Oil-free Pump Design 

The oil-free pump has become very popular and is a key factor when choosing an air compressor. This type requires no periodk 
oil changing to keep it running at a great rate. 

When the messy operation is eliminated, there is also an economic advantage. No funding will be required for oil, equipment or 
hiring help when required for maintenance of this aspect. 

It is also a more adaptable model because it will not fail to start even in low temperatures found in different environments. Unlike 
most compressors, it does not have loud operation noise which is a property that is sought. 
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Handy Features 

There are other aspects of the BOSTITCH CAP1512-OF trim compressor that makes it an effective product beyond the 
core functions. The compressor is fitted with rubber feet. This means it can be put on smooth finished floors and not cause 
damage. 

These feet are also more efficient in maintaining stability. Another great feature is the storage pockets on the compressor. This 
is convenient because there is no need to carry a separate bag for the needed tools and setting up the work site is very simple. 

There is a protective covering around the compressor to prevent damage that could be caused in rough working 
conditions. Details... 

Pros of the Product 

■ It is a highly portable rim compressor. The size is compact and the weight is very low. 

■ It is extremely effective in powering tools and inflation. The pressure is steady and the build-up of it is very speedy. This is 
ideal for continuous tasks. 

■ The BOSTITCH CAP1512-OF compressor is durable because it has a strong and resilient build. 

■ Very little maintenance is needed since there is no need for oil changing. 

■ It has a LED switch indicator to monitor status and enhance safety. 

■ Comes with some helpful features to increase the comfort of the user. 

Customer Reviews 

030) This product has been rated by users who purchased it at www.amazon.com and provided feedback. It is 

not suitable for heavy industrial work but home owners and DIY enthusiasts found it a very useful 



22 appliance for maintaining their vehicle tires and for carrying out home renovations. 

3 star | 8 

2 star | 5 

1 Star | 4% of reviews have 2~ Cons of the Product 

see an 130 customer reviews _ j-gp^ j s sma || j n capacity. However, the ability of the compressor to build up to 150 Psi and at a high 

rate makes this drawback almost insignificant. Details... 

Conclusion 

The BOSTITCH CAP1512-OF trim compressor is an efficient product that is durable. It comes from a company with a 
reliable reputation and a warranty is issued on purchase. With the lightweight and compact size, this trim compressor is one of 
the most effective in the industry. 
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Compressor! 

Compared a Lot of other little portable Compressors. 
This one is Great. Not quite as light as the little 
Senco but WAY more powerful. Read more 
Published 1 month ago by Daniel 
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